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INTRODUCTION 



A Guide to Special Demonstration and Teacher Education Projects: Special Answers for 
Special Needs is a compilation of adult education and literacy resources funded under the Adult 
Education Act. Under requirements of Section 353 of the Act, States allot a minimum of 15% of 
their total grant funds to support teacher training and special demonstration projects. These 
projects fund a major part of local and state-wide training for adult education programs, and they 
support an array of special experimental and demonstration activities designed to improve the 
effectiveness of program instruction and services. 

States use different strategies and resources to support their program improvement gods. In 
recent years, increased focus on program accountability and professional development in adult 
education programs has heightened interest in the availability of new instructional resources. This 
Guide is intended to share information about specialized training and demonstration activities 
from richly diverse local subject interests, environments, and populations served. 

While the topical interests for information about resources varies widely from year to year, 
recently we have noted a steady growth of interest in innovative practices and materials related to 
workplace literacy, family literacy, adults with disabilities, English as a Second Language and 
instructional technology. All of these areas, among others listed in the Table of Contents, are 
included in the Guide and may be helpful in the search for "answers" to a variety of instructional 
and training needs. 

In order to provide an annual up-date of this Guide, we rely on States sending their final reports 
of products from 353 activities to the U.S. Department of Education. All of the reports and 
products that are received are reviewed and evaluated by staff members in the Division of Adult 
Education and Literacy, assisted by others as needed. Through the application of established 
criteria, innovative and potentially adaptable projects are selected for the Guide. This updated 
version will provide information about those completed projects for others to use and adapt as 
necessary. 

We thank those projects staff and State Directors who developed, packaged and sent in their final 
reports and products in a timely way to assist in the production of the publication. 
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HOW TO ORDER PROJECT MATERIALS 



Information about items listed in A Guide to Special Demonstration and Teacher Education 
Projects: Special Answers for Special Needs may be obtained from sources indicated after each 

project abstract. 

Materials available from the Division of Adult Education and Literacy Clearinghouse, U.S. 
Department of Education, identified by an asterisk(*) followed by a Special Answers (SA) 
number, are free of charge, (order form is attached). Astericks (**) indicate 1994-95 additions 

to the Guide. 

Some projects are available from the Educational Resources Information Center (ERIC). These 
projects have the notation. Also available from ERIC. A copy of ERIC s Order Form is 
attached, as well. 

If you would like additional information about the contents of this publication, contact: 

Frances Littlejohn 

Program Analyst 

U.S. Department of Education 

Division of Adult Education and Literacy 

600 Independence Avenue, S.W. 

Washington, DC 20202-7240 
(202) 205-9289 
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ADULT EDUCATION PROGRAM MANAGEMENT 



ABE CHILD CARE AND TRANSPORTATION SUPPORT SERVICES WORKBOOK 
This workbook provides ABE program administrators a mechanism for developing an 
implementation plan to set up child care and transportation services for ABE students. Each 
chapter addresses a particular aspect of providing these services: surveying needs, identifying 
barriers, defining strategies, developing interagency coordination, and putting it all together in an 
appropriate, workable, community-based plan. At the end of each chapter, a worksheet is 
provided for completing suggested tasks. Readers are encouraged, at the conclusion of a chapter, 
to cut out the worksheet and use it to address needs, barriers, and strategies that reflect the local 
ABE program. This "leam-by-doing" approach should result in an implementation plan, unique to 
the local program, that addresses the provision of support services to ABE students. 

Available from: 

ERIC Document Reproduction Service 
7420 Fullerton Road, Suite 1 10 
Springfield, VA 22153-2852 
1-800-443-3742 
(703) 440-1400 

Order No. ED 290007 

ADULT DEVELOPMENT - WHAT DO TEACHERS OF ADULTS NEED TO KNOW? 
This Florida Atlantic University publication outlines eight adult development models based on the 
theories ofMaslow, Rogers, Kohlberg, Nelson, Erickson, Levinson, Loevinger, and Piaget. 

Stages of each model are clearly presented for use by adult education instructors. 

Available from: 

ERIC Document Reproduction Service 
7420 Fullerton Road, Suite 110 
Springfield, V A 22153-2852 
1-800-443-3742 
(703)440-1400 

Order No. ED 324398 
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MARKETING YOUR ADULT LITERACY PROGRAM MANUAL 
The New York-You Can Read campaign was designed to enable adult educators to market their 
services better and to reach students who are not currently served. This "how to" manual has 
been used as part of a two-day workshop, but is also instructive for any adult educator planning a 
literacy campaign. It covers the basics of marketing, planning a marketing campaign, identifying 
resources, and evaluating the effort. 

Available from. 

ERIC Document Reproduction Service 
7420 Fullerton Road, Suite 1 10 
Springfield, VA 22153-2852 
1-800-443-3742 
(703) 440-1400 

Order No. ED 290873 

MOTIVATION 

A manual was developed from this project to assist adult education and literacy programs in 
implementing and expanding services to the adult learner. Included in the manual are 
competency-based adult education learning guides for instructors to set up a motivational training 
course for ABE students. Seven topics of interest are included: values, goal setting, 
communication and listening, attitudes and job behavior, employability skills, stress management, 
and decision making. Pre- and post-tests are included in each learning guide. Suggested 
motivational films and videos are also included. 

SA-004 

PROJECT MAPP MANAGEMENT MANUAL 

The purpose of the Project MAPP (Maryland Adult Performance Program) Management 
Manual was to provide program personnel with a reference tool to assist in developing and 
implementing a process of competency-based adult education (CBAE) in adult basic education 
(ABE) programs. This manual not only addresses program components that are important to 
managers, but student related activities that are essential to both managers and instructors who 
provide CBAE. The first chapter Rationale presents adult learner characteristics and the reasons 
why a CBAE approach is preferable to a conventional adult education approach. The second 
chapter Program Components discusses essential concerns. Chapter three Student Activity 
Flow is centered on the management of student related activities from program intake, through 
instruction, to exit using a CBAE approach. The fourth chapter focuses on expectations 
fulfillment during the piloting phases, and chapter five Appendices provides additional resource 



(*) Materials available from the DAEL Clearinghouse, 

fr*) 1994-1995 additions to the Guide. 
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(PROJECT MAPP MANAGEMENT MANUAL, Continued) 

information including a glossary, bibliography, the Project MAPP Implementation Plan, and a 
directory of Project MAPP personnel. 

Available from: 

ERIC Document Reproduction Service 
7420 Fullerton Road, Suite 110 
Springfield, VA 22153-2852 
1-800-443-3742 
(703)440-1400 

Order No. ED 344096 

STRENGTHENING AND DEVELOPING GED ALUMNI ASSOCIATIONS 
A final report in the form of a How to Organize a GED Alumni Association manual was 
developed by using various community organizing techniques with the aid of an Adult Education 
Coordinator and VISTA Volunteers. This product is from Washington and Greene Counties of 
Waynesburg, Pennsylvania. 

Available from; 

Document Reproduction Service 
7420 Fullerton Road, Suite 110 
Springfield, VA 22153-2852 
1-800-443-3742 
(703)440-1400 

Order No. ED 342904 
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ADULTS WITH DISABILITIES 

ABE/GED PROGRAMS FOR DISABLED ADULTS 

The purpose of this project was to develop a handbook for literacy tutors and instructors who 
teach adults with disabilities. The handbook is a compilation of information about various 
handicapping conditions and suggestions for working with students who have disabilities, 
including those with hearing acuity problems, visual impairments, speech and language 
impairments, learning disabilities, orthopedic impairments, and epilepsy. The handbook also 
includes a directory of resources and a bibliography. 

Available from; 

Library for the Blind and 
Physically Handicapped 
919 Walnut Street 
Philadelphia, PA 19107 
Attn: GED 
(215)925-3213 

Cost: $5.00 

ADULT EDUCATION PROGRAM FOR MENTALLY RETARDED ADULTS 

A curriculum for mentally retarded adults enrolled in adult basic education was developed from 
this project. It provides guidelines in general functional skills and independence, academic skills, 
and personal qualities. Both the curriculum and a final report are available. 

Available from: 

ERIC Document Reproduction Service 
7420 Fullerton Road, Suite 110 
Springfield, VA 22153-2852 
1-800-443-3742 
(703)440-1400 

Order No. ED 288088 
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